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Rf RcrTl, 5 , 2012 


"PT. 7T. TJyI-1 (l)/201 M?W 3TRTPT, f^syrl 33fNpf < 3H, 2003 (2003 36) 

ctf ^KT 79 (1 ) (R) ^"?TI«?TfecT RKT 178 ^ 31#3 3R7T >lP=Kl4f cT«4T ^T3 PlPHtt TTFTwferrfl RRt 3T=4 W 

tjcJ fasjer ^tfft (3R3#ra Wwi <t«h iwi) Mwr, 

' 2009 1R03 ■qyerr^ “tJ^T fMwr” W), W TTTTt'KR cb03 ^ f=TRfafEF3 «Mlctl t, 

33^:— 

1. Tff^ W3 cTOT WIT— 


(1) 1^ M^TRp TtfTO TP3 tom 3TRFT (Mw M cT«TI TT^f^RT Pm) 

(^FRT Wt«R) MW, 2012 t I 

(2) Mwi TNm E ycpi^H ^fr i 

2. TJc4 fafWT ^ Ww 5 ^ RTTftH,-- 

t^cT farfWT 5 ^ T«TR RT, IhhPhPsH ^ ^]iT7 TTj 33*3^ ;— 


"5. 3H^Pr4d ( ^3TTf ) TO . 

(i) ^wi33E^f^iWm wtt? fcn rt wrnifcqf‘sro stT^P rawt ct«3thtiw^ 
■mfa^-grcr^q 3ra:sfad tfc&F r twt. 9^tt tit R^raist "gRr ^ Pr<Kwft ^ ct*?t awivi ^ 

i[l f^TTl -gRT 3Tpq7£ 3RT;#RI ^ f^TR #1 faP'WH ^ ^ (2) H«sPd ^ 

PcjPh^h)' efit SEpJ# “ 1 cp " "4 fapfe T3 FRR ' a cl1 c t> ^ Rl'Hd RT cPT Pt>^ WR^f : 


jtfg ^ Pfi - f«R ^ ^ '^dl ^Tl (dHI^RT WTP^R ^tR?1 ^ ( 4.41^) ^T#T ^ drMim 

c^' f^r Jf[pc^cl P^PlH’H R^3R, cn-Hli^ch 4034d3l4d ^ T^cR RT ^3 ^ (3) 

3 fafife R.gfcT c^ Sl^lR ^ Mwff 33^3^ R Wrf^£ ^ 3Tp^7 #1 ; 


722 GI/20) 2 


(1) 
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3$?'% 4f4*r iv% 




wish c t»^, *i 


# 9 PRT* 105 %t«f^tTT^f^## fra -^f^ rwraT % 101% ^ 3I |^ r ^ 

5RT 3hr:«W«r % fam; sii-j^d snrrc ^ t ^ p rr ^PlRe 

%T^:4 arfsfar ^ ?44: 


T T% ^ 4t 1% 44 f%4dl ^ ttt $ <H7pr 4 ar ^fl 4 10% 4 srflftr 

^ 250 4wid ^ft 4t TTT STCT TTT I4qhl*fl 4 f4rr ^ THT^Rld f414TRT WIT % 

^(4) 4f4RRs 3{^4t v* 4 wrf ^ftRg 5T 4 srf^r 

^4^4: 


Ttf ^ 4t f% 14.41 t\HM 44^ 4t ^rqrf^ ^rarr % 105 % tt 4j 4 f4r # 
HPnf^r tot 4 1 01 % 4^^hi 41 i[ki-w ott^t 4t ^fhn 4 3Tsf4r T|r4 3 pf^4) 4 
120% 4 3ito 4cTT ?RT 3 RT:^w 4 3R^Rjd T^TTT W f4f4*PT 4 WT (5) # 
14f4feT^f443T^R, ^rf^ftW! 4t <h^41 

4t f4 14# wr 4 4^ 4t TOrffcr srctt 4 105% tit 4j 4 f4r 4t 
4?*Trf4cr tot 4 101% 4 <rTOfr tttrt-w stto 4 3^ ffifirr sttt 3ht:4w 4 f4xr 
3E^^RqRPl^ TO:^f4f4ri4f#3T^^ 


(2) ai^i^d f4Pi*^ ^rrr:sr^Txtrr % 3^^-n: 1 %^ ^rrq^TT: 

(^>) 50.2 x*^r4sf sfrr 3 tt4 ^>tt 4t f4s" f444t *tt ar^T^jf^rr f^fifapr ?dtjt ?jrar ^tt i 


(W) '50.02 TT^ 4 f4er 4 t ’50.5 TT^ 4 3T7^r 4t fte f4M to 4 <tto4 

f 4 ^r to: w 2010 4 TOd 2011 # ^ ttht # 3rcf4 4 f 4 xr 

4twT/f4rrr^: aiitnftd ^cnisd 4^t4aftor3^rf m4 rst4 mm TTff4?DTT 



m 50.2 ^ ^ 50 02 ^ if ^ 50 0 xr^fj if 

0.02 f^hr%fifilpfr 3raTR% fair far if , 



[Wf hi—' 
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(W) 49.82 TT^r t ft^T cRTT 49.80. R 5 ^#? ft 3P=RT # ft"? ft## 3TWTFT ft 

ftPw wr ftft ft# # w, ftp# 3rnnf#r ^ht # #, ^rurf^r ^qr^r # 

tf i 

(^) d^K, fsnf #RRT f#RT ’50.02 R^ft?ft ffttf W 50.0 R=qft^ ft ' <PTT "49.82 
Rd^U % ffttf cPTT 49.80 R^s! ft 3T^T " # ftr ft# ft] ftcfTRT V #* 0.02 % ft## 
#RP?T % ftTR ft ftift | 

(^T) 49.50 Rd#3-ft ffttf te ft## RT SRTRRf# fIRw % f%R MR sPTFcT 2010 ft 
^HdO 2011 #^RTR#aptfft % f%R^rRRRTft#%aftw3wftWRf %miTK 
RT^Rt cmT OTRT ftfacf fa&X RR ftfftiPr RPft % fftR TZ Pt?TT ^R ft RRT#*rd fftRT 
vdlRII’ I 

(3[) dd^RR, fttRR fa&X -49,82 RR#r ft fft* RRT 49.80 R : R#f % sp^jrp ^T 49.5 
R-q^u % f^r ft ffts- ft## srcTTTRf ft #r 0.02 % ft## #rcrw ft fftR #x*r ft rpr 1 
(3f) ^Tt fttW f%ro: 50.2 Rdftr ft SP^T, 50.02 RRft^ ft fftw cPTT 50.0 RRft? ft sp^r, 
49.82 RRft? ft ftlT cPTT 49.80 Rdftr ft 3P=RT TOT 49.50 R^ftr % fftw ft Ifts ft## 
3#TM ft RRRRfftR ftf#PT ft f%R RRK % RTRRT# 50.2 R^rft? ft 49.70 R'^rftsf ft #R 
0.02 % ft## 3RTTRT ft f%R ft sTPRT I 

(3) t?TR ft Wft ftt^RTT RT ftrtTRcT RT RSTTffttT ftt*RT #T (R#RR*) % 3T#^T RRTR" ftt Rf #R RR 
3R#R R^ft RTft ^MKd ft# % f%R 3RRRf%R fftfftTR ft MR #^T^TVT fftftrftf ftf 
3TRR# ^ # W ftftft? ft# 1 

(4) 3fRR# rr 10% rt 250 #trr, # # R^nfr, ft arfftRr, ft fftftRT ^nr wRpnf|# ^rt w 
ftqri# % ftfR SPTRRftPr ftf#PT # %R R7, Mt fr# # ftft^#T # 3TRR# "qT' # WT 
ftftft -g ’49.82 R^T t ft^T W 49.80 R^? ^ SP^ % f^ ft## 3TdTRT % RT^n# 
3H^f#rf%f#PT% W#%ftTR| I 

(5) f%# # #mf#r OTRT ^ 105% qT #JT3? ftR # ^HRTT % 101% 

% cTRSTT# RW-^RT -drHKd # #RT % 3f#R ^ fR, 3R^# % 120% % # ^RTT ^RT 

#r:#pjr%ftrR 3<d^Rd ftf#p r #%r R7^# ## # Rft^# v^«fT 
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RRRe '49.82 % Rr KTT 49.80 3RRRT % KRTpft 


[14-1 I 


(6) 3im1«i ski 31?^ ^ kw t ynrf ^hRVH+h Rtt ^nrnn k^tt ^ *pr: 

#3^^- v vp: arf^f^r^^r rLijf) \ 


(7) # ^iRlf^TT # dT0<g ^ T^STT % 4kld, f^ft ^cHKd # ^cMK4 

3RT fife # 3t^T:^f^r 3wft ^T W W Rf%W # cH«j&4) ^ ^T W RRRg 
% f^TT y^Tf 5 ®qr # cic^i-fl %T sff # 3 P* 4 dK *ft*TT % 3 f?fR T^ ^tt ppRT- 
^HPT KT RRk! 4+ 3R^T (3TKT-<lp4+ m\qu | K KTRWT, £hf- 

T rpr ktt Trsq--+iPi+ Rrhr Tf4 w ^rr ktt ftw) RRkp , 2009 # 

3TRfry SKI 6 PIK ^ 3ffif2r$ 3RTft % t%r yT f^-dlRy w % f%TT tFft^pjT % 

mR'JIIK^^H, Rg-3tcT:^Rrcf 3^ff % f%T^^3Kt ^TTKTt%^T| 


(8) sr $HY % #4 3Rr-yr%Rr^ % 3*T4R-yrR- % Rttt ^rY # k wtt t raffic 

yT%f$FF 3^rf kRR srt Krffry £t3t # f&IMft % 3 t^hk ri % sttstr kt # TT i^fl i 

3fcR-y |^f?R7 ^Rm-TKKT % f^TT ?T4 # 3T?ft T44? 3TdT-^P.d^d % $Hf % 

t%^KKfad tgfti TKRY # aftw t fRt I " 

3. JJ5T f%Rw % RR^ 7 4T *RTYy4: Rf%W % Rftw 7 % PM KT, RnPlPsld WT 

5TTTTTTT, 3f^rtcX:- 

1 7 ^rrf Km OfR^r) # *fim i* d«n 

"(i) pm % ^hpr f%# Kimnnft kt %kt ^rt f^r # 3if^ ^^Rd 

R'pi'^ ^rr 150 ^ 4 ii«rid dry ^r, % 12 % ^r '49.80 tt^t 1 ^ wrpnf[ wtt^t % 

f^rr zmu 3%, ^ '49.80 xr^-5^ ^ T % 3rf^r ?r^f ^rft I 

^FT W t RRRg TffarPj TT^T t K^fft 3 RT:mR^ ¥ %\{qi , f^RT# Rd^l 4»HR^i W 
3F^T ^TTf^r R^kTT f, 5TTT srf^T R+l4) PPt PTF£ ^ft rRIT K^f^d TT^T # 3TdT- 

j i P^ji #l j 0 111 j!\ “aA*_11 11* iH i 

vimm -hi vh^^kIi i 

(2) TMT^T TT f%%KT ^RT f^T ^T 3I^T t^9TM ^cTRM W *TT f%%KT % ST^JRTcT 
i^-r?rT, m)}j»4i 49.80 % 4wT ft , % 12% d“4T 4>f[ KPT S5ft4y % f%X[ TT TORTT 

'49.80 1W ^r, tf^Ff^T 3IRTR TT 3% t arf^ I 


[■HFT III—4] 


TTTO : 3TOTWT 
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f 

(3) RRtoI' % RRTO 5 % 3T?fR 3^^ RR+H % siRRt*, TTTO ®*TR % 

Rr, ^ hr Mfafi 49.7 tosr % ^r, R^cr 4^ <niei+ R+itTi ^r srsT-t^ro 7 ?’ ^ ^ 

f%RTO % ^ (3^) t RRf?? M^R % 3FJTO f^T fef^nff # ^<^41 ^ if RRf£e 3T TO 

3iRRTt> ^ *i ^<£f%cr RR+i-^ tott 

to^ ^ f4r w tort-to^, «ra" to" ffciMt '49.7 u,^-s %■ tot* $|t, ^ert % to if ^Iwr r 
f^rar ^g r Trenf%<r ifrm to (q^r) % srcfcr tor # nf % ^r toRt to3* r% ^rirt %r 
TOT R ' ^ T % % f^TCr <hR[U 3R^f%cT RRTO TOTO W RRR+f % *TO (3R) if 


fHfffaW ; STttRrW 3FT^f%^r f%f^R WTT fotft ^ ^ ^TCT fWt 3RT SRr % ^ t f^T 

srfiR; RRrcft, to f&iNft '49.7 t^tor ir w *?t, i 


(4) 3r 4^ wr 5$rrc», to Rtt R,^4t ’49.7 if TO fr, % Rr; f^r # 3 tRr R+i*fi #7 
TOT-TORTO % Rr ^fctRrh- 3 TR^Rr ftf^R ^ f^sT ^im % *r| TOT 4->ITOHJlf^if 
#T f^RT TOT ^cMKH %Rf % RRR TO TOR TO if SRT TOTf ftr ’49.5 it f^T fe 
f^J41 3f ^M^RitT RPl^'M % TOTOf %TO[^ arpfRTOT TOT RRRs sffif: 


to; ^ Rt 3TPfR 3rRR R+uf] TO? t^WT TOT 49.7 TOR % Rr ifif# # RRr 


(5) #TO % TO if #Rf R f%TTR? R TOTTfiR #RR TO ("<-Tk*H) % 3T?fRr TOR # ^ % ^r 

rrRt r?t tort %Rf ^rcr, ^?r wr ^tr, ^r f^=r frofr 49.7 TOt? ^rr 

R^cT % 3RT-t^^R%R|R 3 tRRr RR^^TnTRf^ ^^ ^RTR % 

HW ^TT ^TRR W it RrTT% W^R^fTWT% wif 3?RR TOT TOT RRRa 
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^ ^ '49.7 ir^r % ft*- ^ f?nT arftftgr 

RPm<i 

(6) 5 % arsfrr sM^Rti RR*)<t 5pnrf w ottItf fcPmn 7(3) % 3refcr aiRiR,^ 

wrt =FT t?R TVift Vt nf%^r TfTFT 3T5* f^H g^fcr f%TT 

^rnnt ^ft ?m s-ra, »r ft? faa*ft ’ 49 . 8 O 1 ^*%? t w ft, % Pnr ^ # w 

RRRk I'tai'fl 4 t w ^rn[^n - rfi*)ioit % arftHiH % f%^ arf t r t^M ^ anr 142 % 

3Tsftr 3rt^i ski H^f^cT ^ttit i 

(7) a«<iH airawF w^t, *rw-*TPR ^ ^ ‘49.80 xr^sfe 

^ '49.7 XT^^- % ^TR f^T # 3lf^ R+kH ^ 3RT-^«WM % f^Tir 

3i*i^p^<i T4R Rf^a ^7| 

(8) f^JrT # arfifar f^PRft/3RT-^F?R cRT ^R" R+l41/3lf^ % f^rtT TfllfT # ^PFPTT 

nRRl* *lftR s*KT Wf ^TIT% f%TT% 3»^|< 

#^TTTTxfl- | 


(9) ^tk 3irmr qr, ^rrf # 3Rxft ft 

3I4TTf^rcf F^TTT 3ffe R+KflAt>H T<fFTC4 # FTTT cRT JRxfar W 4^ I II i ff Xff ^?TT % f%TT ^KtT 
W *HR «*TR? ( 3R MNt 49.7 *ft ?RT ^ 49.80-49.7 % «ftR «ft, % 

f^tTs^FTcHicjd %^rxTrR^><ii % f^rrr w thtitT # tfft i 


xmN wd, 

[fadim m/4/150/i i/3rt.] 

■fenfuft ^ UfoiW, 3 FEl, 2009 *TR?T ^ TrTO (awiwr) U 43 ^ ^TFT III, m 4 f5T ^ 4 t 

TJES f^EFT ^ «R?T ^ {R9i ( .btothrot) ^’. ] 14 ^ «m ni, Xgxr? 4 feq far 28 

2010 udiiHfid ldi< 4 i M^n i 


i 



[*1FT III—T^trg: 4] 
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1. RR^ (^Tf) PIT 

ftf^TR- 5 % W (1) ^ 3TpK, ^cTT *IT '-bl^HJI^I gRT 3jf^r f^TnftRRT ^TT 

R^rr gRT % f%TT *Rg #c ter gr gRT w ftertft ste ^Kd teg 

gT Rter srt ite?R % fte[ gRg Tnfr wr-«srrte % fte^ ^n^fte RRm 
tef<R wr-^TRF^3ft^d ^41 ^ggfteTT^rptnrT i 


d<H4 ®?TO # 3fl±fd fibtetfl (QdviR) 

^3nf 3T 

Pi rf-wl plpslcl 
£ sfrd’ 

EtedRftatf $ 3R=*nff 

<N 



50.20 

0.00 

50.20 

50.18 

16.50 

50.18 

50.16 

33.00 

50.16 

50.14 

49.50 

50.14 

50.12 

66.00 

50.12 

50.10 

82.50 

50.10 

50.08 

99.00 

50.08 

50.06 

115.50 

50.06 

50.04 

132.00 

50.04 

50.02 

148.50 

50.02 

50.00 

165.00 

50.00 

49.98 

193.50 

49.98 

49.96 

222.00 

49.96 

49.94 

250.50 

49.94 

49.92 

279.00 

49.92 

49.90 

307.50 
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49.88 

49.86 

364.50 

49.86 

49.84 

- -:-— 

393.00 

49.84 

49.82 

421.50 

49.82 

49.80 

450.00 

49.80 

49.78 

478.13 

49.78 

49.76 

506.25 

49.76 

49.74 

534.38 

49.74 

49.72 

562.50 

49.72 

49,70 

590.63 

49.70 

49.68 

618.75 

49.68 

49.66 

646.88 

49.66 

49.64 

675.00 

49.64 

49.62 

703.13 

49.62 

49.60 

731.25 

49.60 

49.58 

759.38 

49.58 

49.56 

787.50 

49.56 

49.54 

815.63 

49.54 

49.52 

843.75 

49.52 

49.50 

871.88 

49.50 


900.00 

0.02 50.2-50.00 3 16.50 

50 $ 49.8 h 28.50 

^TT 49.8 % 49.5 t 28.12 

| 1) 
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2. RPl+i'M 

( 37 ) f%fter 5 % ?£z (i) wr (3) %,3 h<hk, teFf ^tt Pm^d ^rr t^rr V 3f Trenfte #?r 
cR (xnfttnr) % arefrr % ^T ^TTR W& ^ Tr4V 3RHR teff % f%TT 

%T 421.50 ^ WdR* ^cK *Tf *TT 3j^Rd sk^KH 

(W) 5 % mr (1) CRT (6) %3 ^tr, 3T5^%10%^3rf^^TT250^TRT7, ^ tff 

^t, ter *tt OTTRnfl^r ^rt w te ^ 450.00 

I 

(*r) fitter 5 % ^ (1) (7) % 3 t^tk, ftet w «RRi if ter # ^nf^r ^rt % 

105% 101% ^t d^lril TT^r-^r ^cHK4 #*frRT3lf% 

3TEfR ftT, 3f^fr % 120% % 3{f^ t f%%cTT sTKT ite*R % farr te 

450.00 ^ ^ft I 

0*) ftfter 5 % (i) % 3Tfmr, ftet *m rtr if ter # jf fq i ffi d fjr*raT % 105% % 

^rlte ^ tt 4^ Ite # srttt % 110% % srfte # ^r t^t te* ^ fJpg 

'icHKH te? SKI fte^FT% f^PT ^5Trfte R 1 165.00 ^ft I 

(^) Rfter 5 % tit (i) % i % te H^rrf^cr ^wr % 105% *rr w^t 
fte *T tenlte ^RTcTT % 101% # cTcRRfr rTRT-^T vJcMI^H % affsfar if Rte f STCT 
3 R:^ 1 h u i % fte^ te 165.00 ^ te®^T^ *ff ^rr # ai^ ^-41 "sp" 

(^r) 5 % te (7) % ^TR, <4Pld %■ 4iRlPq°t> # cTTffR ^ ^ tpffyqr 

tef9lf^rr % #CR vJcMKH te SKT if 3RT:^lte tte 3Rf % f%rr te 

^rTTRf % frpr TTJrF # cTRRpft ftel^TK ff#:- 


R%^ft ter^/fteT^^Rft 

: 1.65 

( ir^ft nf) 


^spt %■ ^r ^ 

: 2.60 

Sini'lRd ^<rtl/34KTT?f 17^41 

: 3.30 

(wr/teRT^qR ir^ft ^) 



: 9.00 



at//i"2> 
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3. f%ft*PT3pqrrc 

W 7 %*r§- (4) % 3^rR, 'mm m^fog-m#^t 49 . 7 tt^ 1^it 
49.5 TTrf3te ^ 3R£T f-, % f^TlT f%^r # 3ff^r f^fanfr % f^rtr 3H^fcd ffifrpr 

^nrrc 49.5 ^ Rte fr>3><n # dRsrpft ^n^f^d f%f^r*r ^rarc % 20% % 

^ 1 yc^4> *PPT «dl4>, ^ fits f^Mt " 49.7 tr^r^T ^ TTR - cPTT 49.5 ^ 

3R^r ^ f^TT 3RT-ttf^Ef % f^rcr 3ff?tf^F 3PP^Rd RRe 4 ^IK "49.5 T^^sr?* fair 

#dcEdpft fa^ % 3Ef<5^f%rT m¥ 20% ^*PPRI 

^5 fa* ^fa* ’HH-M ®?TRi Rfc '49.5 114 ^ ^ d>dP cRTT '49.2 

t^%g“ dd? ^T, % f%TT fa^cf # 3Tfad> fadTift % fa 1 ? ^QRxti 3R^f^r fafarpi ^ '49 5 
T T E ^$ ft for # dRSTpft q 4 ^R d fafad? 3HTK 900.00 H ^114 % 40% 

% TOST $1*11 I 3Tfad7 WT ^ll't, ^PT fa? ’49.5 ^ fav cTOT '49.2 i > xfaa ^ 

^ % fa 1 ^ ^ arST-^jfaSET ^ fair srfafarF ^d^Rd fafadd W< ’49.5 iJ-tfa<5 ^ fa^ 4 
# fa? f&Wt # d^f^f] 900.00 ^ % 3R^jf%w fafadd 3H7R % 40% ^ 

?PTOrffa I 

^df fa^fafa*prfarfo^fr-49.2 ^fa^Tfa, %■fairfa^# 

3lfim? faddfa % f^rcr arfaftrF 3H<J<*Rd fafadd ^ '49.5 T^r ** fas 4 fa? fagfat # 
cR^IEft 900.0 % 3H^RH fafa^PT dT % 100% % HTOT fa* ! W 

^ ^ 49.2 ^T*? * ^ fa, % farr f%^f % STR-tftd^PI % falT srfafarF 

STH^Rr, faft*i<i 3DTR *49.5 ^ f^ 4 # Wr^IEfi- 900.0 

% 3ET^t%cT IdPi-MH 3H7R% 100% % HTTW 

(I)»R7^(4) %3J^R, 

^pi # nf ^nfRT <n^T 'Rtpt-^trt, ^nr f^r jr^R 49.7 

E^g" % ^ ?r«rr 49.5 ^ % ^Rpt f%^?r % 3 rt t^nr % f^rrr 

STd^r^d SDTR421.50 %TR% 20% %^PTOT 


ntf ^ f% ^r % t item 4T ^ 3r?n1%n- #jpr ar^ ^pt # 

^r ^pfpr ^pt ^ ^n^r ^r % f^ ^fpt ^tt^, ^ fte ’49.5 ^ 

f-, % ^PT f%^?r % tfoSFT % f^rtr arf^RrP ard^Rd fiftHd 3DIR 421.50 


I'm m—^5 4] 
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CENTRAL ELECTRICITY REGULATORY COMMISSION 

NOTIFICATION 

New Delhi, the 5th March, 2012 


No. L-1(1)/2011-CERC. —In exercise of the powers conferred under 
Section 178 read with Section 79(1) (c) of the Electricity Act, 2003 (36 of 
2003), and all other powers enabling it in this behalf, ahd after previous 
publication, the Centra! Electricity Regulatory Commission hereby makes 
the following regulations to amend the Central Electricity Regulatory 
Commission (Unscheduled Interchange charges and related matters) 
Regulations, 2009 (hereinafter referred to as “the Principal Regulations”), 
namely:— 

1. Short title and commencement.- 

(1) These regulations may be called the Central Electricity 
Regulatory Commission (Unscheduled Interchange charges 
and related matters) (Second Amendment) Regulations, 

• 2012 . 

(2) These regulations shall come into force with effect from 2 nd of 
April, 2012. 

2. Amendment of Regulation 5 of the Principal Regulations- 

Regulation 5 of the principal Regulations shall be substituted as 

under, namely.- 
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"5. Unscheduled Interchange (Ul) Charges: 

(1) The charges for the Unscheduled Interchanges for all the 
time-blocks shall be payable for over drawal by the buyer or the 
beneficiary and under-injection by the generating station or the 
seller and receivable for under-drawal by the buyer or the 
beneficiary and over-injection by the generating station or the 
seller and shall be worked out on the average frequency of a 
time-block at the rates specified in the Schedule 'A' of these 
regulations as per the methodology specified in clause (2) of this 
regulation: 

Provided that the charges for the Unscheduled Interchange 
for the generating stations using coal or lignite or gas supplied 
under Administered Price Mechanism (APM) as the fuel, when 
actual generation is higher or lower than the scheduled 
generation, shall not exceed the Cap Rate as specified in the 
Schedule ’A’ of these regulations as per the methodology specified 
in clause (3) of this regulation: 


Provided further that the Charges for the Unscheduled 
Interchange for the injection by a generating station other than 
the hydro generating station in excess of 105% of the Declared 
Capacity of the station in a time block or in excess of 101% of the 
average Declared Capacity over a day shall not exceed the Cap 
Rate as specified in the Schedule 'A' of these regulations: 


Provided also that the charges for the Unscheduled 
Interchange for the underdrawls by the buyer or the beneficiaries 
in a time block in excess of 10% of the schedule or 250 MW 


whichever is less, shall not exceed the Cap Rate as specified in the 
Schedule 'A' of these regulations as per the methodology specified 
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in clause (4) of this regulation: 

Provided also that the charges for the Unscheduled 
Interchange for the injection by the seller in excess of 120% of the 
schedule subject to a limit of ex-bus generation corresponding to 
105% of the Installed Capacity of the station in a time block or 
101% of the Installed Capacity over a day shall not exceed the 
Cap Rate as specified in the Schedule 'A' of these regulations as 
per the methodology specified in clause (5) of this regulation: 

j 

Provided also that the Charges for the Unscheduled 
Interchange for the injection by the seller in excess of ex-bus 
generation corresponding to 105% of the Installed Capacity of the 
station in a time block or 101% of the Installed Capacity over a day 
shall not exceed the Cap Rate as specified in the Schedule A of 
these regulations. 

(2) The Charge for Unscheduled Interchange shall be determined 
in accordance with the following methodology: 


(a) The Charge for Unscheduled Interchange shall be zero at grid 
frequency of 50.2 Hz and above. 

(b) The Charge for Unscheduled Interchange corresponding to grid 
frequency interval of ‘below 50.02 Hz and not below 50.0 Hz’ 
shall be based on the median value of the average energy 
charge of coal/lignite based generating stations for the six 
months period of August 2010 to January 2011 and suitably 
adjusted upward to decide on the Ul price vector. 

(c) The Ul ■ Price Vector shall accordingly be in steps for a 

7-22 
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frequency interval of 0.02 Hz between 50.2 Hz and ‘below 50.02 


LJ t 4- /\ I k # C A A LJt^ 

I tiL V-l I IU 1 1^1 KJ*Z7\KJYV sJV.\J I I/. • 


(d) The Charge for Unscheduled Interchange in grid frequency 
interval of ‘below 49.82 Hz and not below 49.80 Hz’shall be such 
that it provides sufficient incentive to the generating station 
based on coal including imported coal to support the grid after 
meeting fixed and energy charge. 

(e) The Ul Price Vector shall accordingly, be in steps for a frequency 
* interval of 0.02 Hz between grid frequency interval of ‘below 

50.02 Hz and not below 50.0 Hz' and ‘below 49.82 Hz and not 
below 49.80 Hz‘. 

(f) The Charge for Unscheduled Interchange at grid frequency 
"below 49.50 Hz" shall be based on the highest of the average 
energy charges of generating stations for the six months period 
of August 2010 to January 2011 and suitably adjusted upward to 
decide on the Ul price vector. 

(g) The Ul Price Vector shall accordingly, be in steps for a frequency 
interval of 0.02 Hz between grid frequency interval of ‘below 
49.82 Hz and not below 49.80 Hz' and ‘below 49.5 Hz’. 


(h)The Ul Price Vector shall be in steps for a frequency interval of 
0.02 Hz between 50.2 Hz to 49.70 Hz corresponding to the 
Charge for Unscheduled Interchange in grid frequency intervals 

.of ‘not hesl.nv*/ *>0 O Mt’ ‘Kplrvxi/ HO U7 CAH Ul-7’ 
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‘below 49.82 Hz and not below 49.80 Hz’ and “below 49.50 Hz”. 


(3) The Cap rate for the charges for the Unscheduled 
Interchange for the generating stations using coal or lignite or gas 
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supplied under Administered Price Mechanism (APM) as the fuel 
shall be as specified in Schedule “A M of these Regulations. 


(4) The Cap Rate for the Unscheduled Interchange for the under 
drawls by the buyer or the beneficiaries in excess of 10% of the 
schedule or 250 MW, whichever is less, shall be the same as the 
charges for the Unscheduled Interchange corresponding to grid 
frequency interval of ‘below 49.82 Hz and not below 49.80 Hz’ as 
specified in Schedule “A” of these Regulations. .« 

(5) The Cap Rate for the Unscheduled Interchange for the 
injection by the seller in excess of 120% of the schedule subject to 
a limit of ex-bus generation corresponding to 105% of the Installed 
Capacity of the station in a time block or 101% of the Installed 
Capacity over a day shall be the same as the charges for the 
Unscheduled Interchange corresponding to grid frequency 
interval of ‘below 49.82 Hz and not below 49.80 Hz' as specified in 
Schedule “A” of these Regulations. 

(6) The Charge for Unscheduled Interchange may be reviewed 
and re-notified every six months by the Commission and Schedule 
“A” of these regulations shall be re-notified accordingly. 

(7) The infirm power injected into the grid by a generating unit of 
a generating station during the testing, prior to COD of the unit 
shall be paid at Ul rates for power injected into the grid, 
consequent to testing, for a period not exceeding 6 months or the ; 
extended time allowed by the Commission in the Central 
Electricity Regulatory Commission (Grant of Connectivity, 
Long-term Access and Medium-term Open Access and related 
matters) Regulations, 2009, as amended from time to time, 
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subject to ceiling of Cap rates corresponding to the main fuel 
used for such generation as specified in the Schedule “A of this 


Regulation. 


(8) Charges for Interregional Ul Exchanges between the two 
asynchronous Regions shall be computed by the respective 
Regional Power Committees, based on Ul rates as per the 
frequency of the respective Region. The amount to be settled for 
j the interregional exchanges shall -be average of the Ul charges 
computed for the two regions by way of such interchange." 

3 Amendment of Regulation 7 of the Principal Regulations.- 

Regulation 7 of the Principal Regulations shall be substituted as 

under, namely.- 


“7. Limits on Ul volume and consequences of crossing the 
limits.- 

(1) The over-drawal of electricity by any beneficiary or a buyer 
during a time block shall not exceed 12% of its scheduled drawal 
or 150 MW, whichever is lower, when frequency is ‘below 49.80 Hz 
and 3% on a daily aggregate basis for all the time blocks when the 

frequency is ‘below 49.80 Hz’. 

Explanation: The limits specified in this clause shall apply to the sum 
total of over-drawal by all the intra-State entities in the State 
including the distribution companies and other intra-State buyers, 
and shall be applicable at the interstate boundary of the 


respective State. 

(2) The under-injection of electricity by a generating station or a 
seller during a time-block shall not exceed 12% of the scheduled 
injection of such generating station or seller when frequency is 
‘below 49.80 Hz’ and 3% on daily aggregate basis for all the time 
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blocks when the frequency is ‘below 49.80 Hz 


(3) In addition to Unscheduled Interchange Charges as 
stipulated under Regulation 5, of these regulations. Additional 
Unscheduled Interchange Charge shall be applicable for 
over-drawal or under-injection of electricity for each time block 
when grid frequency is ‘below 49.7 Hz’ at the rates specified in the 
schedule A of these regulations in accordance with the 

methodology specified in clause (3a) of this regulation: 

I 

Provided further that Additional Unscheduled Interchange 
Charge for under-injection of electricity, during the time-block 
when grid frequency is ‘below 49.7 Hz’, by the generating stations 
using coal or lignite or gas supplied under Administered Price 
Mechanism (APM) as the fuel shall be at the rates specified in the 
schedule A of these regulations in accordance with the 
methodology specified in clause (3b) of this regulation. 


Explanation: Additional Unscheduled Interchange Charges shall 
not be applicable for net over drawls by a region as a whole from 
other regions when grid frequency is ‘below 49.7 Hz’. 

(4) The additional Unscheduled Interchange charge for 
over-drawals and under-injection of electricity for each time block 
when grid frequency is below 49.7 Hz shall be as specified by the 
Commission as a percentage of the charges for the Unscheduled 
Interchange in grid frequency ‘below 49.5 Hz’ with due 



Y sellers and the generating stations towards grid discipline: 

s& Provided that the Commission may specify different rates for 
P additional Unscheduled Interchange charges for over drawls and 
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under injections and for different ranges of frequencies ‘below 
49.7 Hz’. 

(5) The additional Unscheduled Interchange charge for 
under-injection of electricity during the time-block when grid 
frequency is ‘below 49.7 Hz’, by the generating stations using coal 
or lignite or gas supplied under Administered Price Mechanism 
(APM) as the fuel shall be as specified by the Commission as a 
percentage of the Cap Rate, with due consideration to the 
behavior of the generating stations towards grid discipline. 

Provided that the Commission may specify different rates for 
additional Unscheduled Interchange charges for under injections 
at different ranges of frequencies 'below 49.7 Hz’. 


(6) Payment of Unscheduled Interchange Charges under 
Regulation 5 and the Additional Unscheduled Interchange 
Charge under Regulation 7(3) above, shall be levied without 
prejudice to any action that may be considered appropriate by 
the Commission under Section 142 of the Act for contravention of 
the limits of over-drawal or under-generation as specified in these 
regulations, for each time block when frequency is ‘below 49.80 
Hz’. 

(7) The Commission may, if considered necessary, prescribe 
from time to time Additional Unscheduled Interchange Cnarge for 
over-drawal or under-iniection of electricity during each 
time-block when grid frequency is 'below 49.80 Hz’ and up to 49.7 
Hz. 

(8) The charges for over-drawal/under-injection and under- 
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drawal/over-injection of electricity shall be computed by the 
respective Regional Power Committee in accordance with the 
methodology used for preparation of 'Regional Energy Accounts'. 

(9) The Regional Load Despatch Centre shall prepare and 
publish on its website the records, on monthly basis, of the Ul 
Accounts, specifying the quantum of over-drawal/ 
under-generation and corresponding amount of Ul charges paid 
for each beneficiary or buyer and received for each generating 
station or seller for the time-blocks when grid frequency was below 
49.7 Hz and between 49.80-49.7 Hz separately." 

RAJIV BANSAL, Secy. 

[ADVT.III/4/150/n/Exty.] 

Note : The Principal Regulations were published in fhe Gazette of India 
Extraordinary Part III Section 4 at Ser No.43 on 3rd March 2009 and the first 
amendment to the Principal Regulations were published in the Gazette of 
India Extraordinary Part III Section 4 at Ser No. 1 14 on 28th April 2010. 


SCHEDULE “A” 

1. Unscheduled Interchange (Ul) Charges; 

In terms of clause (1) of Regulation 5, the charges for 
Unscheduled Interchanges for all the time-blocks payable for 
over-drawal by the buyer or the beneficiary and under-injection 
by the generating station or the seller and receivable for 
under-drawal by the buyer or the beneficiary and over-injection 
by the generating station or the seller shall be worked out on the 

average frequency of the time-block at the rates given 
hereunder:- 
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(Each 0.02 Hz step is equivalent to 16.50 
Paise/kWh in the 50.2-50.00 Hz frequency range, 
28.50 Paise/kWh in 50 Hz to 49.8 Hz and 28.12 
Paise/kwh in frequency in the below 49.8 Hz to 
49.5 Hz range.) 



2. Unscheduled Interchange Cap Rates 

(a) In terms of clauses (1) and (3) of Regulations 5, the Ul Cap Rate 
shall be 421.50 Paise/kWh for all generating stations using coal or 
lignite or gas supplied under Administered Price Mechanism (APM) as 
the fuel, in case when actual generation is higher or lower than the 
scheduled generation. 


(b) In terms of clauses (1) and (6) of Regulations 5, the Ul Cap Rate 
shall be 450.00 Paise/kWh for the under drawls by the buyer or the 
' beneficiaries in excess of 10% of the schedule or 250 MW whichever is 
less. 


(c) In terms of clauses (1 ] and (7) of Regulations 5, the Ul Cap Rate 
shall be 450.00 Paise/kWh for the injection by the seller in excess of 
120% of the schedule subject to a limit of ex-bus generation 
corresponding to 105% of the Installed Capacity of the station in a 
time block and 101 % of the Installed Capacity over a day. 


(d) In terms of clauses (1) of Regulation 5, the Ul Cap Rate shall be 
1.65.00 Paise/kWh for the injection by a generating station other than' 
the hydro generating station in excess of 105% of the Declared 
Capacity of the station in a time block or in excess of 101% of the 
average Declared Capacity over a day. 

122.(3 if'll- 6 
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(e) In terms of clauses (1) of Regulation 5, the Ul Cap Rate shall be 
165.00 Paise/kWh for the injection by the seller in excess of ex-bus 
generation corresponding to 105% of the Installed Capacity of the 
station in a time block or 101% of the Installed Capacity over a day 
shall not exceed the Cap Rate as specified in the Schedule 'A' of 
these regulations. 


(f) In terms of clauses (7) of Regulation 5, the cap rates for the 
infirm power injected into the grid by a unit of a. generating station 

during the testing/commissioning prior to COD of unit shall be as 
follows corresponding to the fuel used for the generation: 


Domestic coal/ Lignite/Hydro 
/ kWh sent out) 

: 1.65 

APM gas as fuel 
(^/ kWh sent out) 

: 2.60 

Imported Coal/RLNG 
(^/ kWh sent out) 

: 3.30 

Liquid Fuel 

/ kWh sent out) 

: 9.00 


3. Additional Unscheduled Interchange Charges 


(a) In terms of clause (4) of Regulation 7, the Additional Unscheduled 
Interchange Charge for over-drawal of electricity for each 


time-block when grid 
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below 49.5 Hz" shall be equivalent to 20% of the Unscheduled 
Interchange Charge corresponding to grid frequency of "below 49.5 
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Hz" The Additional Unscheduled Interchange Charge for 
under-injection of electricity, for each time-block when grid 
frequency is "below 49.7 Hz" and up to "Not below 49.5 Hz" shall be 


equivalent to 20% of the Unscheduled Interchange Charge of the 
corresponding grid frequency of "below 49,5 Hz": 


Provided that the Additional Unscheduled Interchange Charge for 
over-drawal of electricity for each time-block when grid frequency is 
below 49.5 Hz and up to 49.2 Hz shall be equivalent to 40% of the 
Unscheduled Interchange Charge 900.0 Paise/kWh corresponding to 

the grid frequency of below 49.5 Hz. The Additional Unscheduled 
Interchange Charge for under-injection of electricity for each 
time-block when grid frequency is below 49.5 Hz and up to 49.2 Hz 
shall be equivalent to 40% of the Unscheduled Interchange Charge 

of 900.0 Paise/kWh corresponding to the grid frequency of below 49.5 
Hz: 

Provided that the Additional Unscheduled Interchange Charge for 
over-drawal of electricity for each time-block when grid frequency is 
below 49.2 Hz shall be equivalent to 100% of the Unscheduled 
Interchange Charge 900.0 Paise/kWh corresponding to the grid 
frequency of below 49.5 Hz. The Additional Unscheduled 
Interchange Charge for under-injection of electricity for each 
time-block when grid frequency is below 49.2 Hz shall be equivalent 
to 100% of the Unscheduled Interchange Charge of 900.0 Paise/kWh 
corresponding to the grid frequency of below 49.5 Hz. 

(b) In terms of clause (4) of Regulation 7, the Additional Unscheduled 
Interchange Charge for under-injection of electricity during the 
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time-block when grid frequency is below 49.7 Hz and up to 49.5 Hz for 
the generating stations using coal or lignite or gas supplied under 
Administered Price Mechanism (APM) as the fuel shall be equivalent 
to 20% of the Ul Cap Rate of 421.50 Paise/kWh: 

Provided that the Additional Unscheduled Interchange Charge 
for under-injection of electricity during the time-block when grid 
frequency is below 49.5 Hz for the generating stations using coal or 
lignite or gas supplied under Administered Price Mechanism (APM) as 
the fuel shall be equivalent to 40% of the Ul Cap Rate of 421.50 
Paise/kWh. 


Printed by the Manager, Government of India Press, R,„g Road. Mayapuri. New Delhi-110064 
and Published by the Controller of Publications, Delhi-1 10054 . 



